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io The order for the construction of the dam for the hydro-electric power 
station being built at Vusenica on the Drava River was placed on 16 June 
1951, and payment will be made in dollars. The dam is to be constructed 
within the next twelve mouths by the firm of Wagner Biro, Austria. 

The work involves two lock openings on the right hand side. Cancrete 


cone trast an the right bank of the river is almest completede 


ao The\ water capacity of the dam will be a discharge of 300 te 500 cubic | 
meter per second (sic), and the height of the dam will be approximately 
12 meters. The power station will have three Kaplan turbines of 20 ,000 
KVA each. The turbines were manufactured by the engine works in Ljubljana 
under iicense from Heidenheim-Voigt of Wurtenburg, peas 


ce The following attachments are available in CIA Library - 
upon request; : 


1. Attachment A = Sketches showing the location of the power station. 
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2- Attachment B - A series of photographs of constructional drawings. 
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